general  orders,  j  HEADQUARTERS  OF  THE  ARMY, 

>■  ADJUTANT  GENERAL’S  OFFICE, 

No.  110.  )  Washington,  December  “IS,  1861. 

1. . .First  Lieutenant  J.  C.  Ives,  Topographical  Engineers,  U.  S. 
Army,  having  tendered  his  resignation  under  circumstances  showing 
him  to  be  disloyal  to  the  Government,  is,  by  direction  of  the  Presi¬ 
dent  of  the  United  States,  dismissed  the  service  from  this  date. 

11. . .The  remainder  of  the  sentence  promulgated  in  “  General 
Orders,'''  No.  6,  of  March  12,  1860,  against  Major  Osborne  Cross, 
Quartermaster’s  Department,  U.  S.  Army,  is,  by  direction  of  the 
President,  hereby  remitted. 


By  command  of  Major-General  McClellan: 


Official: 


L.  THOMAS, 

Adjutant  General. 


Assistant  Adjutant  General. 


